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To  the  Chairman  and  Members  of  the  Council 


Madam  Chairman a  Ladies  and  Gentlemen,, 

I  have  the  honour  to  present  the  Annual  Report  of  the  Medical 
Officer  of  Health  for  the  year  1950. 

As  you  know,  my  appointment  dates  from  July  of  that  yeai;  so  that 
the  report  is  based  on  information  and  figures  collected  during  the  last 
few  months  of  duty  of'  my  predecessor  Dr.  P.  J.  H.  Clarke  as  well  as  the 
first  few  of  my  appointment. 

I  wish  to  acknowledge  the  assistance  and  co-operation  of  your  .Sanitary 
Inspector  and  Water  Engineer^  also  that  of  your  Additional  Sanitary  Inspec¬ 
tor.,  who  have  contributed  to  the  data  necessary  for  this  report,  I  wish  to 
thank  too,,  Miss  Dale  for  her  valuable  clerical  assistance. 
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1 .  GENERAL  SCAT  I  ST  ICS 


Area  ....  . . . . .  45?138  acres 

Estimated  Population  (Reg. General’ s  figures)  16,320 

Inhabited  houses  .  4,164 

Rateable  Value  . .  £70*746 

Sum  represented  by  a  penny  rate  .  £2>5 


( Regi st  rar-Gene  ral ’ s 

figures ) 

Ik 

F. 

Total 

Total 

121 

92 

213 

Legitimate 

119 

89 

208 

Illegitimate 

2 

3 

5 

Live  Birth  Rate  per  1,000  Civilian  Population  13*05 


Live  Birth  Rate  per  1,000  Civilian  Population 

(England  &  Wales)  15.8 

Comparability  factor  i»30 

St  i  11b  irths 


M. 


Fo 


Total 


Total 
Legit i mat  e 
II legit imat e 


3 

3 


1 

1 


4 

4 


Stillbirth  Rate  per  1,000  Civilian  Population  0.24 

Stillbirth  Rate  per  1,000  Civilian  Population 

(England  &  Wales)  0.37 

Infantile  Mortality  (Deaths  of  infants  under  1  year) 

M.  P.  Total 

Total  1  3  4 

Legitimate  13  4 

Illegitimate  - 

Infantile  Mortality  rate  per  1,000  live  births  18,7 

Infantile  Mortality  rate  per  1,000  live  births 

(England  &  Vi/ales)  29.8 
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1.  GENERAL  STATISTICS  (Continued) 


Death a  of  Infants  under  4  weeks  of  age 

Total 
Legitimate 
Illegitimate 

Deaths  (all  causes) 

Death  rate  per  1,000  Civilian  Population  9*31 

Death  rate  per  1,000  Civilian  Population 

(England  &  Wales)  11.6 

Comparability  factor  0.92 


M. 


P. 


Total 


3 

3 


3 

3 


M. 

74 


Ll 

78 


Total 

152 


2. 


CLASSIFIED  CAUSES  OP  DEATH 


(Regist rar  General 1  s_  f i  guresj 


Diseases  of  Cardio  Vascular  System: - 

(1)  Heart  Disease  3l(M)  22(F) 

(2)  Vascular  Lesions  of  nervous  system  9(m)  13 (P) 

(3 )  Other  circulatory  diseases  2(m)  3(f) 


42 


Cancer  (all  sites  ):  - 


( 1 )  St  omach 

4(M) 

3(F) 

Iz  )  Breast 

~w 

4(F) 

(3)  Lung 

3(10 

1(F) 

(4  )  1ft  erus 

-(M) 

4(f) 

(5)  Other  sites  3(m) 

9(F) 

Diseases  of  the 

respiratory  system:- 

(l)  Influenza 

-(M) 

1(F) 

(2)  Bronchitis 

1(M) 

1(F) 

(3)  Pulmonary  1 

Tuberculo 

sis  -(m) 

1(F) 

Syphilitic  Disease 

Diseases  of  Digestive  System 

Nephritis 

Hyperplasia  of  Prostate 

Other  defined  and  ill  defined  diseases 

Motor  accidents 

Other  accidents 

Suicide 

Mors 16  s 

Diabetes 


10 


1 


1 

2 

4 

3 

7 

1 

1 

2 


F. 

38 


21 


3 


2 

10 

2 

1 

1 


Total 

"80 


31 


4 


1 

4 

4 

3 

17 

1 

3 

2 

1 

1 


74  78  152 
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SISAL  ST  ICAL  TABLE  FOR  PAST  THREE  LEiiRS 


1948 

1949 

1950 

England  & 
Wales  1950 

London 

1950 

E  st  imat  ed 

Populat ion 

14,150 

14,030 

16 , 320 

Total  Live 

Births 

204 

208 

213 

Birth  Rate  per 
1,000  Civilian 
Population 

14.4 

14.25 

13.05 

15.8 

17.8 

Total  Infant 
Deaths  under 

1  year 

3.0 

5.0 

4 

Infant  Mortality 
rate  per  1,000 
Live  Births 

24.3 

24.O 

18,7 

29.8 

26.3 

Total  Deaths 

180 

147 

152 

Death  Rate  per 
1,000  Civilian 
Population 

12.7 

11.1 

9.31 

11.6 

11.8 

4 .  NOT  TRIABLE  PI  3EASE3  (EXCLUDING-  TUBERCULOSIS)  COM  LED  FROM 
NOTIFICATIONS'  received 


Age  Groups 

0- 

1- 

3- 

5- 

10- 

15- 

25- 

Unknown 

TOTAL 

Measles 

3 

u 

1  N>  , 

1  1 

! - i 

53 

142 

2 

24 

8 

3 

- 

275 

Whooping 

Cough 

- 

3 

1 

- 

- 

- 

- 

6 

Scarlet 

Fever 

- 

- 

- 

3 

4 

1 

tm 

- 

8 

Food 

Poisoning 

- 

- 

- 

- 

- 

- 

1 

rnm 

1 

Erysipelas 

h. 

mm 

1 

1 

Infective 

Hepatitis 

M 

- 

- 

1 

- 

1 

1 

1 

4 

Peurperal 

lyrexia 

- 

- 

B. 

- 

n 

- 

1 

- 

1 

Dysentery 

- 

- 

mm 

- 

- 

1 

Mi 

1 

Acute  (post  I 
Encephalitis 

M 

.n- 

f ect ive 

- 

1 

- 

- 

1 

298 


■3 


4.  Continued 


Measles  showed  greatest  incidence  in  the  February  period. 


5.  TUBERCULOSIS 

( 1 )  Cases  Notified  during  the  year 

(a)  Pulmonary  -  9  Males,  7  Females. 

(b)  Non-Pulmonary  -  1  Male,  1  -Female, 

( 2 )  Ages  of  New  Cases 

(a)  Pulmonary  -  Male:-  1,  2,16,  17,  23,  23,  24,  28,  50. 

.  Female  13,20,  23,  23,  25,  29,  29. 

(b)  Non-Pulmonary  -  Male:-  31»  Female:-  16. 

( 3 )  Cases  crossed  off  the  Register  as  recovered  during  the  year 
fa)  Pulmonary  -  Nil. 

(b  )  Non-Pulmonary  -  7  Females,  2  Miles. 

(4)  Died  during  the  year  ~  Nil. 

(5  )  Cases  on  the  Register  at  the  end  of  the  year  -  75 

(a)  Pulmonary  -  32  Miles,  22  Females. 

(b )  Non-Pulmonary  -  12  Males,  9  Females. 

6.  DIPIEERIA  IMMUNISATION  (Data  kindly  supplied  by  County  Medical 

Officer  of  Health) 

Pre-School  Population  (0-4  years)  -  1066' 

School  Population  (5-14  years)  -  2405 

No.  of  pre-school  children  immunised  601 

Total  number  of  children  immunised  2428 

Percentage  pre-school  children  immunised  56.4 
Percentage  all  children  immunised  70 

Booster  Treatment,  1950  191 

The  percentage  of  children  immunised  has  increased  from  6l.l  in  1949. 

7.  SECTION  4  OF  THE  NATIONAL  ASSISTANCE  ACT,  1948 

No  case  was  dealt  with  under  this  section  during  the  year. 

8.  For  information  under  headings  6,  7,8,9,  10  and  12  of  Circular  2/50 
please  refer  to  the  Senior  Sanitary  Inspector's  Annual  Report. 

I  have  the  honour  to  be,  Ladies  and  Gentlemen, 
Your  obedient  Servant, 


Y'C' 


:Cv 


Medical  Officer  of  Health. 
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SAMFORD  RURAL  DISTRICT  COUNCIL 


North  Loci  re  , 

25, London  Road, 
Ipswich. 

Mr . Chat rman , 

Ladies  and  Gentlemen, 

I  have  the  honour  to  present  for  your  consid¬ 
eration  my  Annual  Report  for  the  year  ended  31st 
December,  1950. 

Progress  of  the  programme  of  sewerage  for 
some  villages  and  water  supnly  in  pipes  for  all  has 
been  regrettably  slow. 

In  considering  the  reasons  for  this  one  must 
have  regard  to  the  overall  national  need  in  many 
departments  for  the  kind  of  materials  and  labour 
whicv  we  require,  I  suppose  there  has  not  been  a 
period  in  our  natural  history  which  can  show  a 
greater  amount  of  civil  eng  needing  construction 
than  the  present  post  war  period.  Practically  all 
of  it,  directly  or  indirectly,  for  tve  betterment 
of  the  mass  of  the  people. 

Housing  progress  ( n 3w  construe tion)  hnS  been 
as  good  as  the  Central  Government  Departments  could 
permit.  I  am  indebted  to  Mr .D .U. J . Pope  tor  the 
statistics  relating  to  new  houses. 

In  the  maintenance  of  the  many  old  rural 
cottages  the  ever  widening  disparity  between  rents 
and  costs  of  repair  is  a  great  handicap. 

To  Mr.W.L.  Brown  I  am  indebted  for  the 
sections  of  the  report  cn  food  inspection  and  refuse 
collection . 

I  have  Pleasure  in  recording  the  co-operation 
of  all  members  of  indoor  and  outdoor  staff  and  the 
help  of  other  departments  throughout  the  year, 

I  have  the  honour  to  be 
Your  obedient  Servant, 


J .  W 


GOOD,  A.R.S.I. ,M .S.I.A. 


. 

- 


. 


. 


I 

' 


;  ;  ::  fu  fplfcfprf 


1.  WATER  SUPPLIES. 


P  v  t  o 


PWT  •  Nr-.r-f 


cl/t  nobvpi-1 


’  T  ( c  ) 


Tho  water  supplies  within  the  ar^a, apart  from 
those  whera  there  are  public  water  undertakings 
have  not  been  satisfactory  either  quantitatively 
or  Qualitatively,  Notwithstanding,  householders 
did  not  ne  id  to  appeal  to  the  Council  to  cart  water. 

A  1  nre  proportion  of  the  shallow  wells  sampled 
have  been  found  polluted  with  coliform  organisms, 
bany  of  the  analyses  reveal  the  presence  of  the"  ’ 
faecal  type  of  this  organism. 

In  all  cases  efforts  have  been  made  to  improve 
the  unsatisfactory  sup  olios  ~  see  pages  7  —  IP 
The  measures  usually  adopted  are  : 

(a)  to  destroy  all  organic  life  within  the 
wc-M^hy  a  strong  application  of  Chloride 
of  Lime  solution; 

(b)  to  have  the  well  pumped,  out  to  draw 
in  fresh  water;  - 

fc)  to  throw  down  builders  lime  to  rive  the 
w ell  m  c  1  e  an.  be  d. ; 

(d)  to  improve  the  top  of  the  well  so 
that  ty-'IJution  can'  be  excluded;  and 

(e)  to  get  pumps  fitted  wherever  possible, 

A.-. though  such  measures  may  rive  a  temporary 
improvement,  M;  is  doubtful  whether  such  shallow 
w oils  can  ovjr  continue  to  give  a  good  supply  of 
wholesome  w^ter, 

2.  PUBLIC  SUPPLISS. 


( a ) East  Porgholt  Unde r t a king 


The  laying  of  new  mains  in  1949-50  supplying 
new  houses  constructed  or  in  course  of  erection' 
ana . the  greater  agricultural  demand  are  together 
making  even  greater  demand  on  the  single  deep 
well  pump  which  raises  water  from  the' ’boro we  11 . 

1 h ^  high  level  storage  tank  holds  considerably 
less  than  one  day’s  supply  at  the  peak  summer 
demand  and  the  linking  up  next  year  of  this  suprly 
with  that. at  the  Royal  Hospital  School,  Holbrook 
will  provide, it  is  hoped, an  adequate  alternative 
source  to  m3  it  the  needs  of  the  pari sh  in  tho 
event  of  a  mechanical  breakdown. 

The  quality  ( bacteriologically)  of  the  water  is 

1. 


high  and  samples  are  submitted  quarterly  dor 
analysis  (see  appendix).  The  distribution  is  by 
6”;  4"  and  Sn  diameter  cast  iron  mains,  and  during 
the  year  a  burst  main  on  Rectory  Hill  revealed 
considerable  deterioration  ot  t^e  outside  of  the 
pipes.  Those  lengths  of  main  which  are  known  to 
be  laid  in  aggressive  soil  have  been  afforded 
Cathodic  Protection  by  the  installation  at  intervals 
of  magnesium  anodes.  Although  this  method  of 
protection  has  not  until  recently  been  widely 
adopted  in  this  country  the  readings  at  treatment 
points  certainly  bear  nut  that  greater  electrolytic 
action  occurs  in  the  aggressive  clays.  At  points 
of  known  pipe  deterioration  readings  are  as  high 
as  110  mi 11 i amp s . 

( b )  Ravdon  Village  Undertaking . 

It  hie  be^n  necessary  to  continue  taking  part 
of  the  supply  from  a  stream  to  augment  the  proper 
spring  sources  in  order  to  meet  the  rising  demand, 
notwithstanding;  the  low  bacterial  quality  of  this 
supply  we  have  been  able  to  moke  it  safe  bv  the 
addition  of  a  daily  dose  of  Chloros  giving  a  low 
residual  chi o rune  figure  at  the  consumers  end. 

This  chemical  refurbishing  of  a  known  unsatisfactory 
source  is  not  good  and  the  introduction  of  a  proper 
piped  supply  of  wholesome  water  next  year  will  solve 
this  and  some  engineering  problems  relating  to 
pumping,  storage  and  distribution.  The  new  mains 
should  be  laid  and  a  supply  available  to  the  new 
houses  to  be  built  in  the  village. 

Sample  analysis  of  the  treated  water  is 
included  in  the  appendix. 

( c )  Spr ought on  Undertaking . 

The  water  supplied  to  the  village  is  from  a 
borewell  into  the  underlying  chalk.  It  is  of  good 
q\  o.l  it y » 

The  replacement  of  the  deep  well  pump,  climax 
power  head,  elect "ic  motor  and  standby  oil  engine, 
with  a  submersible  pump  has  proved  an  unqualified 
success.  The  pump  house  now  approaches  the  standard 
of  cleanliness  and  order  at  which  all  public  water 
undertakings  aim,  and  there  has  been  no  interruption 
of  the  service  due  to  mechanical  failure  or  other 
c  euss , 


2 


o 


(d)  Chelmondi ston  and  Shotley. 


The  S3  parishes  are  supolied  by  a  number  of 
connections  from  the  7n  diameter  Ipswich- Shotley 
trunk  main.  The  service  is  not  a  good  one 
quantitatively.  It  is  to  be  hoped  that  the  first 
part  of  Stage  3  of  the  Regional  Scheme  to  be  under¬ 
taken  will  be  the  trunk  main  from  Raydon  to 
Shotley.  Thereafter  unrestricted  use  of  the  7M 
main  above  will  correct  this  fault. 

The  water  is  sampled  at  Ipswich  and  at  the 
Naval  Training  Establishment  at  Shotley. 

( e )  The  Raydon  aerodrome  "'at  or  works  . 

This  has  be  m  operated  on  behalf  of  the  Ministry 
of  Local  Government  ^  Planning,  and  supnlies  the 
Nissen  Huts  at  Dodge  City  and  Youngstown  used 
temporarily  as  living  accommodation.  The  water  is 
abstracted  from  a  borewell  and  is  \iniformly  good 
in  quality. 

( f )  "he  r s t e ad  Vi  1 la ge . 

This  village  has  now  a  short  distribution  main 
which  will  form  part  of  the  Regional  Scheme,  but 
is  at  present  charged  with  water  a  privately 

owned  reservoir.  The  water  is  derived  from  land 
springs . 

( g)  Cattawade  Street. 

Cattawade  Street  in  the  parish  of  Brantham  has 
a  small  dlamter  main  supplying  three  standpipes 
with  water  from  the  reservoir  of  B.X.  Plastics , Ltd . 
Tbe  water  is  of  good  quality. 

This  main  will  be  replaced  under  Stage  2  of 
the  Regional  Scheme. 
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PRIVATE  SUPPLIES. 


The  Council’s  Housing  Sites  where  not  within 
reach  of  the  public  mains  have  been  supplied .with 
water  under  pressure  by  small  automatic  pumping 
units  abstracting  water  from  shallow  wells ,borewells 

or  other  sources. 


Particulars  of  these  supplies  and  the. method 
of  disposal  of  sewage  from  the  houses  is  given  below; 


Parish 

No ,  of 
exist¬ 
ing  new 
houses 

No. of 
pro¬ 
posed 
houses 

Source 

of 

Supply 

Pumping 
Arrange¬ 
ment  s . 

Sewerage 

and 

Sewage 

Disposal . 

Capel  St. 
Mary 

16 

- 

Shallow 
well . 

Automatically 
operated  sub¬ 
mersible  pump 

Small  disposal 
works  with 
gravitat ional 
feed . 

Tatting- 
stone  . 

12 

- 

n 

!1  f* 

Settlement  tank 
and  soak  trench 
(unsatisfactory 
by  reason  of 
too  slow  absorp¬ 
tion  of  effluent) 
soak away  to  be 
replaced  by 
filter  bed. 

S  button 

8 

21 

tt 

Climax 
horizontal 
piston  type 
pump . 

Septic  Tank. 

Brantham 

30 

38 

Bor ewe 11 

Ditto 

drawing  water 
from  Council’s 
reservoir. 

Sullage  water 
only  to  river 
outfall . 

Sp rough ton 

4 

8 

Bor ewe 11 

Public 

sunnl^. 

i.  j 

From  Public 
mains 

Individual 

Septic  Tanks. 

4. 


3  Continued. 


Parish 

No.  of 
exi st¬ 
ing 
houses 

new 

No. of 
pro¬ 
posed 
houses 

Source  of 
suppl y 

Pumping 
arrange¬ 
ment  s 

Sewerage 

and 

Sewage  Disposal 

Copdock 

and 

Wash brook 

8 

22 

Bo re we 11 

Submersible  pump 
and  pressure 
cylinder.  x 

Disposal  works 
to  be  provided. 

Arwarton 

4 

4 

Borewell 
Ipswich 
Water¬ 
works  . 

Supply  from 
Ipswich- Shot ley 
rain. 

Small  disposal 
Works . 

Shotley 

0 

52 

M 

M  M 

On-site  sewers 
laid  pending 
construct  ion 
of  village 
sewerage  scheme 

Stratford 
St .Mary. 

7 

14 

Treated 
river  water 

South  Public  mains, 

Es  sex 

Waterworks 

Company. 

Pumped  by 
compressed  air 
ejector  to 
disposal  works. 

East 

Bergholt  .■ 

34 

20 

Borewell 

ti  ?t 

Small  disposal 
works . 

Chelmon- 
dist on 

18 

18 

M  V 

Small  disposal 
works . 

Holbrook . 

12 

26 

M 

Deep  well  pump 
to  high  level 

i?  b  ^  vn  gw  \j  a  UK. , 

Temporary  sep¬ 
tic  +-oviV  and 
soakaway . 

Bentley 

12 

16 

Shallow 
well . 

Submersible  pump 
and  pressure 
cylinder  operated 
automat ically . 

Small  sewage 
disposal  works 
designed 
ultimately  for 
34  houses. 

5. 


4.  PROPERTIES  AFFORDED 

A  SUPPLY  FROM  PUBLIC 

OR  HOUSING  'SITE  "FAT ' 

ERMA INS 

DURING  TIIE  YEAR. 

(a) Dome stic  Supplies. 

Supply  by 

Supply  into 

Standpipe . 

house . 

Tot  al 

Bra nth am 

— 

11 

11 

Chelmondi ston 

o 

Cj 

8 

10 

East  Bergholt 

9 

35 

44 

Fre  ston 

- 

1 

1 

High am 

8 

28 

36 

Raydon 

1 

- 

1 

Stratford  St. Mary 

25 

49 

74 

Shot ley 

1 

- 

1 

Sproughton 

- 

1 

1 

Wenham 

- 

1 

1 

Wherstead 

4 

7 

11 

Outside  District 

3 

- 

3 

53 

141 

194 

(b) Other  Properties  -  21. 

Other  noteworthy  private  supplies  within  the 
area  are  those  of  the  Royal  Hospital  School,  the 
Cattawade  works  of  B.X.Plast ics ,  Ltd,,  the 
Woolver stone  Estate,  and  the  Sproughton  works  of 
the  British  Sugar  Corporation, 

The  first  of  these  supplies  is  sampled 
quarterly  for  bacteriological  analysis.  See  Apendix, 


The  remaining  households  are  dependent  upon 
shallow  wells  for  their  water  supply. 

Some  of  these  might  give  a  supply  of  reasonable 
purity  if  the  wells  were  properly  constructed  and 
covered.  In  fact  it  is  found  that  80  por*  cent 
(approximately)  are  polluted  in  greater  or  less 
degree . 


6. 


5.  WATER  SUP*5 

LIES  SAMPLED  DURING  THE 

YEAR  WITH 

DETAILS  OP 

SUBSEQUENT  ACTION. 

Sample 

Address 

Satis-  Unsatis¬ 
factory.  factory. 

Action  Taken. 

Shallow  Well 

Whbtee  Hou se , Be 1 s t e ad . 

tt 

Public  Supply 

Raydon. 

tt 

Public  Supply 

Raydon 

H 

Shallow  Well 

Harkstead  Housing 
site  . 

fl 

Well 

The  Hollies, 

Holbrook . 

tt 

Well  -  Harkstead 
Housing  Site. 

n 

Well  -  T>"e  Whalleys 
Stratford  St. Wary. 

if 

Shallow  Well 

T^e  Whalleys 

Stratford  St. Mary. 

it 

Polluted  Storage  Tank 
well  sampled  direct. 
Satisfactory. 

Shallow  Well 

Hubbards  Hall 

Bentley. 

it 

Work  carried  put  to 
exclude  surface  water 
from  well. 

Shallow  Well 

Malting  Cottages 
Bentley. 

it 

Shallow  Well 

The  Whalleys, 
Stratford  St .Mary. 

ff 

Well  _  Wenbam  Place, 
Great  'rrenham. 

ti 

Public  Supply 

Raydon . 

it 

PUblic  Supply 
Cattawads  Street. 

tt 

> 

Public  Supply 
East  Bergholt. 
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5.  Continued. 


Sample  Satis-  Unsatis- 

Add  ress. factory_ factory. 

Public  Supply 

Spr  ought  on.  " 


Bo re we 11 

Royal  Hospital  School, 
Holbrook , 

Eorewsll 

Royal  Hospital  School 
Holbrook , 

Shallow  Well 
Shop  Corner, 

Arwarton . 

Shallow  Well 
Gardener’s  Cottage, 
Wher stead . 

Stream, 

Mill  Meadow, 

Holbrook , 


Borewell 
Chantry  Grove, 
Sprouphton . 

Well  -  "Greensle eves" , 
Capel  St. Mary. 

Public  Supply 
Raydon . 


Collecting  T  ank 
Waterworks  Meadow 
Raydon. 

Standpipe  Hr. Post 
Office,  Raydon. 

Borewell 

Eastern  Electricity 
Board,  Wher  stead . 

Shallow  Well 
Hill  House, 

Tatt ingstone . 


Action  Taken. 


After  softening. 


Before  softening. 

Well  dosed  with 
Chloride  of  Lime 
solution , 


Campers  advised  not 
to  use  this  water  foi 
drinking  or  demonic  pur 


Well  dosed  with 
Chloride  of  Lime  solu 

Quality  of  water 
adverse lv  affected 
during  work  on  main, 
(see  later  analysis) 


M  tl 


Due  to  pollution 
from  cesspool 
nearby.  Drainage 
subsequently  re- 
laid. 
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5.  Continued 


Sample 

Address 

' Satis¬ 
factory. 

Unsatis¬ 

factory. 

Action  Taken. 

Shallow  Well. 

Hill  Cottages, 

T  att ingstone , 

M 

Due  to  deposit  of 
filth  near  well. 

This  nuisance  was 
stopped . 

Shallow  Well. 

Reed  Hall  Bungalow, 
Holbrook . 

tl 

Pollution  from 
defective  drains. 
Drains  re-laid  in 
concrete . 

Shallow  ^ell. 

Blue  gates ,  ■•■Vher  stead. 

ft 

Chloros  being 
supplied . 

Shall o w  We 11.  Sample 
taken  from  Tap. 

Blue gat e  s ,Wher stead . 

ft 

tt  tt 

Public  Supply. 

Raydon . 

ft 

• 

Public  Supply. 

Spr ought on . 

tt 

See  below. 

Public  Supnly 

East  Bergholt . 

tt 

Public  Supnly. 

Catt  a wade . 

u 

- 

Public  Supply, 
Sproughton. 

ft 

Causes  of  pollution 
traced  and  rectified 
(see  later  analyses 
which  are  improved 
and  finally  satis¬ 
factory. 

Public  Supply, 

Wher stead . 

tl 

Public  Supply 
Sproughton. 

tt 

Improved . 

Public  Supply 
Sproughton. 

tt 

Below  standard. 

Public  Supply 
Sproughton. 

ft 

Below  Standard 

9. 


5,  Continued, 


Sample 

Add re ss 

Satis¬ 

factory. 

Unsatis¬ 

factory. 

Action  T aken . 

Shallow  Well, 

Shotley  Hall. 

tt 

) 

) 

) 

Shallow  Well 

Shotley  Hall. 

tt 

)  Pollution  traced 
)  to  Storage  Tanks 

I  Smi  UC  rh  "P  onr\r\l  t 

Shallow  Well 

Shotley  Hall. 

tt 

■■■  ■  /  \-s  LA  x  A.  O  LX.  LA  LW  _A_  \ 

)  satisfactory. 

)  Tanks  cleaned  or 

Shallow  Well 

Shore  Cottage , 
Chelraondi ston . 

tt 

Well  cleaned  out 
and  chlorinated. 

Shallow  Well 

Diike  Street , 

Hint la  sham. 

tt 

Surface  water 
drain 

responsible  for 
pollution  -  re- 
laid  . 

Public  Supply, 

Spr ought  on. 

n 

Shallow  Well, 

Reed  Hall , Holbrook , 

tt 

Shallow  Well 

Shotley  Hall. 

tt 

Shallow  Well 

Shotley  Hall. 

»t 

Shallow  Well 

Ivy  GTafe, 

Copdock. 

tt 

Well  top  raised 
and  pump 
fitted . 

Borewell 

Raydon  Airfield. 

tt 

Shallow  Well, 

Holbrook , 

tt 

Spring . 

Harks toad . 

tt 

• 

Shallow  Well, 

Pin  Mill, 

Chelmondi'3  ton. 

tt 

Spring, 

Holly  Lane , Bel  stead . 

tt 

Spring, 

Holly  Lane , Bel  stead . 

tt 

Galvanised  tank 
sunk  in  bed  of 
stream  and  sprinj 
supply  piped  the: 
to . 

10 


Sample 

Address . 

Satis¬ 
factory  . 

Unsatis¬ 
factory  . 

Action  Taken. 

Borewell 

Royal  Hospital 

School , Holbrook . 

tt 

('  \ 

Borewell 

Royal  Hospital 

School , Holbrook. 

ft 

Public  Supply 
Cattawade . 

If 

Public  Suprly 

Raydon . 

f! 

Failure  to 
chlorinate  is 
corrected . 

Public  Supply 

Hast  Bergholt. 

tl 

Public  Supply 

Spr ought  on . 

ft 

Shallow  Well 

Mill  Lane , Bel  stead . 

tt 

Owner  advised  to 
improve  top  of 
well. 

Rbyal  Hospital  School 
Tap  at  Waterworks. 

9 

n 

Dr. Martin  carried 
out  detailed  in¬ 
vestigation  taking 
many  samples  which 
were  all  satis¬ 
factory. 

Public  Supply 

Ravdon . 

ft 

Shallow  Well 
next  Post  Office, 

Hark she ad . 

»f 

Shallow  Well, 

The  £edars, 

Capel  St .Mary, 

tt 

Owner  advised  to 
improve  top  of  well. 

Well  -  Manor  House, 
Little  Wenham. 

ti 

Old  well  not  in  use 
for  domestic  pur¬ 
poses  . 

Well  -  2, Hillside 
Cottages , Bur stall. 

tt 

Well  dosed  with 
Chloride  of  lime  solution 

Shallow  Well, 
Peterboro  Cottage, 
Hint le  sham . 

5.  Continued. 


Sample 

Add re  s  s  . 

Satis¬ 

factory. 

Unsatis¬ 

factory. 

Action  Taken. 

Housing  Site 

Hark  -t  sad  . 

II 

Royal  Hospital 

School,  Holbrook. 

It 

Stream  supplying. 
Thatched  Cottages, 

Wher stead . 

!t 

Negotiations  opened 
to  secure  a  supply 
from  Ipswich- Shotlo^ 
Trunk  Main. 

Borewell ,Hill  Farm, 
Wash brock . 

ft 

Subs 0 qu 3 nt  s amp 1 e  s 
proved  the-  supply 
sati sf ac tory . 

Shallow  Well, 

Lings  Lane, 

.Chelmondis  ton. 

It 

Owners  written  to 
and  asked  to  clean 
the  well. 

Shallow  Well 

Blue  gat  e  s , Whe r  s  t  e  ad  , 

No, 3, Storage  T ank , 

tl 

Mr, Paul  supplied 
with  Chloros  to 
render  supply  safe. 

Shallow  Well 

Blue  gat  0  s , Wh er  s  t e  ad . 
Pump  over  well. 

M 

n  n 

Well  supplying 

7  cottages, The  Street, 
Holbrook , 

ft 

Well  chlorinated. 
Owners  advised  to 
boil  water. 

Spring  -  Lower  Barn 

C  ott  age  s , Chatt i sham 


6.  WATER  SUPPLY  STATISTICS. 


Samples  Public  Supplies  25 

Samples  Housing  Site  Private  3 

Private  Bor ewe  11s  10 

Private  Shallow  Wells  37 

Spring  Supplies  5 

Waterworks  Inspections  60 

Inspections  testing  new  water  services,  50 
Inspections  testing  watermains  13 

New  tappings  of  watermains  212 

Chlorinating  new  mains  q 

Number  of  tests  of  chlorinating 
with  Comparator.  52 


12. 


7. 


SiS'T.3RAG3. 


Although  th3  programme  of  work  carried 
out  durinr  the  year  was  limited  to  repair  of 
Shotley  outfall  sewer,  and  the  oipina  of  an 

tf  T  J. 

offensive  open  sewer  ditch  at  Cap el  St. Mary , 
the  proposed  village  schemes  received  further 
inve  st iff at j on. 


PUBLIC  LAVATORIES. 

A  small  and  compact  block  of  lavatories 
was  constructed  during  the  year  on  the  Fore¬ 
shore  Road  at  Shotley,  and  except  in  one  or 
two  instances  are  being  used  by  the  public  in 
the  proper  manner. 

There  is  need  for  a  similar  provision  in 
the  parish  of  last  Rorgf olt ,  but  the  village 
is  not  sewered. 
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8,  HOUSING  ACT,  1949. 

Housing  Improvement  Grant s . 


No. of  Applications.  No.  No. 

for  Grant . _ Approved  . _ Imp r o v 3 d . 

7  6  6. 

 1  pending. 


9.  HOUSING  SURVRY, 

Number  of  preliminary  inspections  made 
during  tho  year  -  383: 

Cat  3 gory  1:  99  Satisfactory  in  all  re¬ 

spects  . 


C  ate gory 

o. 

• 

187 

Minor  defects. 

Cate  gory 

3: 

68 

Requiring  repairs, 
structural  alterations 
or  improvement s . 

Category 

5: 

29 

Unfit  for  human  habitation 
and  beyond  repair  at 
reasonable  expense. 

10.  Other  Housing  Figures. 


Number  of 
the  result 
Number  of 
Number  of 
Numb  3 r  of 
Number  of 
Number  of 
Numb 3 r  of 


Primary  Inspections  made  as 

of  complaints . 

cases  of  overcrowding . 

Informal  Notices  Served,. . 

Statutory  Notices  complied  with. . 
Informal  Notices  complied  with,., 

re- inspect ions . . 

interviews  with  Owners . 


31 

2 

35 

1 

10 

85 

10 


14. 


10  Continued, 

Details  of  Work  Carried  Out . 

Roofs  Repaired .  10 

External  Walls  Repaired .  2 

Wood  Floors  Repaired .  6 

Ceilings  Repaired . 6 

Chimney  Stacks  Repaired .  2 

Cooking  Ranges  repaired  or  renewed  5 

Coppers  repaired  or  renewed....  1 

Windows  repaired  or  renewed..,.  8 

Damp  conditions  abated .  1 

Closets  repaired  or  improved...  4 

New  doors  fitted  or  repaired...  2 

Privies  converted  to  Earth  Closets  1 
Internal  walls  repaired .  2 

1 1 .  OTHER  PUBLIC  HEALTH  WORK . 

Complaints 

Public  Health  Hatters.. .  56 

Relating  to  Water  Supply .  14 

Relating  to  Sewerage .  10 

Relating  to  Housing .  7 


87 


Nuisances  notified .  13 

Nuisances  abated .  12 

Infectious  disease  visits .  43 

Factories  and  Werkdicps  Inspections  16 
Inspections  of  Bakehouses .  26 

Sewerage 

Visits  to  Housing  Site  Schemes..  42 

Visits  to  Village  Schemes .  43 

Sewers  Tested . 2 
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1.  FOOD  AND  DRUGS  ACT.  1958. 

The  various  food  premises  listed  below 
have  been  visited  either  a  result  of  a  routine 
inspection,  or  for  some  special  purpose: - 

No.  of  Defects  Defects 

Visits  Found  Remedied. 


S 1  au  ph  t  e  rh  ou  s  e  s 

485 

2 

2 

Butchers’  Shops 

26 

1 

1 

Food  Processing  Factories 

45 

2 

1 

C  af e s  Ftc . 

29 

— 

Fish  Fryers 

25 

2 

2 

Retail  Food  Shops 

44 

1 

1 

Ice  Cream  Premises 

Milk  Production  and 

81 

2 

1 

Distribution 

89 

3 

3 

Bakehouses 

26 

2 

1'' 

Knackers  Yards 

5 

1 

1 

2.  Foodstuffs  Condemned 

as  Unfit 

for  Human 

Con  sumpt 

73 

lbs  . 

Bacon  (Dutch  and  Danish) 

70 

lbs  . 

Home  Killed  Beef. 

20 

lbs  . 

Home  Killed  Pork. 

4 

lbs  . 

Imported  Beef  Brisket. 

24 

lbs . 

Imported  Corned  Be  if. 

8 

lbs. 

Cheese . 

30 

T  ins 

Foodstuffs  (various). 

240  X  6  lbs.  tins  corned  beef  released  by 
the  Ministry  of  Food  for  manufacturing  purposes 
on  condition  that  each  tin  was  examined  by  the 
Sanitary  Inspector,  were  examined  and  found  to 
be  sound. 
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3  ,  Carcases  Inspected  Find  Condemned  Du r i n g  1950. 


Catt le 
ex¬ 
cluding 

Cows  ( 

Salve s 

Sheep 

& 

Lambs 

Pigs  . 

Number  Killed 

2913 

1041 

1828 

5253 

106 

Numb  a  r  Inspected 

2913 

1041 

1828 

5253 

106 

All  Diseases  Except  Tuberculosis 

1.  Whole  Carcases  Condemned 

• 

• 

2 

5 

3 

7 

1 

2.  Carcases  of  which  some  part  or 

organ  was  condemned 

980 

354 

2 

326 

4 

3.  Percentage  of  the  number 
inspected  affected  with 
disease  other  than  Tubercu¬ 
losis  . 

33.71 

34.49 

.027 

6.34 

4.72 

Tuberculosis  Only: 

1.  Whole  Carcases  Condemned 

5 

17 

2 

— 

— 

2,  Carcases  of  which  some  part 

or  organ  was  condemned 

382 

332 

■  “ 

2 

3.  Percentage  of  the  number 
inspected  affected  with 
Tuberculosis 

13.23 

33.53 

0.11 

NIL 

1.89 

17, 


4. 


MILK  DISTRIBUTION  AND,  PRODUCTION. 


TEA  MILK  aND  DalRIIS  REGULATIONS,  1949 . 

Thj  main  function  of  the  Council’s 
Officers  with  regard  to  those  regulations  is 
confined  to  the  distribution  of  milk  (both 
retail  and  wholesale),  and  the  safeguarding 
of  the  general  public  against  the  sale  of  raw 
milk  proved  to  be  infected  with  certain 
diseases  communicable  to  man. 

Seventeen  Biological  samples  of  milk 
have  been  taken  throughout  the  year  bv  the 
County  Sanitary  Officer  who  reported  the  result 
of  orach  to  the  Council's  Medical  Officer  of 
Health,  Of1  these,  five  samples  were  found 
to  contain  Bacillus  Tuberculosis,  four  Brucella 
Abortus,  four  of  the  five  cases  of  Tuberculosis 
were  cleared  by  the  Divisional  Veterinary 
Inspector  of  the  Ministry  of  Agriculture  & 
Fisheries,  None  of  the  cases  involving 
Brucella  Abortus  were  cleared. 

Three  cases  of  faulty  distribution  have 
be  in  dealt  with  during  the  year.  All  these 
involved  the  souring  of  milk  and  were  cleared 
up  satisfactorily. 


-ire 


a* 


1. 


REFUSE  kW>  SALVAGE  COLLECTIONS. 

( a )  Disposal  of  Hous ahold  Refuse . 

The  improved  collection  service  commenced 
operating  in  the  District  on  the  1st  April,  this 
year.  It  has  bin  found  possible  to  cov3r  the 
following  parishes  with  the  weekly  collection;- 

Brantham ; Capel  St .Mary • Chelmondiston; 

Bast  Bergholt 'Holbrook: Sproughton; 

Shotley; Stratford  St .Mary; Stutton  and 

Tattingstone . 

The  remaining  parishes  still  receive  the 
regular  fortnightly  collections.  Little 
difficulties  arose  regarding  the  new  schedule, 
but  as  s^'-'n  as  householders  got  used  to  the 
regularity  of  the  service,  these  were  straightened 
out . 


There  is  no  doubt  that  the  improved  service 
has  been  a  great  boon  to  the  more  populous 
villages,  and  has  improved  the  efficiency  of 
the  service  as  well. 

In  response  to  a  report  submitted  to  the 
Public  Health  Committee  in  October,  the  Council 
decided  to  implement  Section  75^bf  the  Public 
Health  Act, 1936,  as  amended,  in  order  to  brihg 
about  a  general  improvement  throughout  the 
district  in  the  type  of  receptacle  used  by 
householders  for  storinv  refuse.  The  supply 
position  of  new  dustbins  is  very  acute,  and  it 
is  doubtful  whether  it  will  be  possible  to 
supply  all  needs  within  a  year  to  eighteen 
months . 

The  amount  of  household  refuse  collected 
and  disposed  of  during  1930  was  over  1900  tons. 
Disposal  was  by  means  of  controlled  tipping  at 
Chelmondiston  and  Bentley.  The  two  refuse  tips 
at  East  Bergholt  and  Bentley  (near  Capel  Station) 
were  filled  during  the  year  and  are  nc 
consolidating.  Shortage  of  adequate  earth 
covering  is  still  a  vexed  problem. 

Two  hundred  and  Seventy  visits  and 
inspections  have  bs  -n  made  during  the  year  to 
various  matters  relating  to  the  service. 

Eighty  five  visits  and  inspections  have  be  on  made 
to  the. .Refuse  Tips. 
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1  (a)  Continued . 


Six 

ac  cumulat 

5  on 

s  of  misce 

llaneous 

r 

efuse 

have 

been 

removed 

from  vari 

ous 

pari  she  s 

d' 

uuing 

the 

year 

• 

(lo) 

Salvage 

C 

oils 

ct  i 

ons  . 

It 

i 

s  ve 

rv 

grat i fying 

to  be  abl 

e  tro 

record 

that  the 

Counci 

lf  s 

Salvage 

Collect! 

on 

has 

inc 

re 

as  ad 

©n 

.siderably 

this  year. 

Th 

e 

comi 

ng 

re -arm 

aments  pro gr 

amme  has 

thrown 

into  sharp  reli 

of  the  vital 

n 

aces  si 

ty 

for 

the 

r 

■3  cl  am  at 

ion  of 

all 

form  s  o 

f 

waste 

pape 

r, 

sc 

rap  1 

metal ,  ra 

gs  and  woole 

ns 

and  other 

it  em 

s  c 

la 

s  sed 

a  s 

waste 

mat 

erial . 

I 

am  gla 

d 

the  r 

e  fore 

,  to 

re 

port  that 

the  hous 

eh 

olders 

in 

thi  s 

di 

st 

ric  t 

have  res 

pond 

ed  to  th 

is 

call 

by 

incr 

eas 

i  n 

g  th 

el  r 

1  contr 

i  bu  t 

ions  to, 

over  the 

1949 

CO 

11 

e  c  t  i 

on 

figure 

s,more  than 

30 

per  c 

ent . 

Th 

0 

follow! 

ng  table  s 

hows  the 

amounts 

and 

pric 

i 

es 

re 

alls 

ed 

of  the 

var 

i ou  s  i t  e 

ms 

of  wa 

ste 

mate 

ria 

1 

coll 

ect 

ed  dur 

ing 

the  year 

•  — 

Ton 

s 

Cwt  s 

Qtrs 

Lbs . 

£ 

s 

d 

Mixed 

Paper 

s 

46 

16 

3 

0 

255 

11 

3 

Books 

Magaz 

ine  s 

etc 

• 

53 

6 

1 

21 

272 

8 

9 

Scrap 

Iron 

16 

4 

1 

0 

39 

10 

7 

Brass 

7 

0 

14 

13 

10 

0 

Alumi 

nimum 

5 

3 

7 

6 

12 

6 

Lo  ad 

( Bat to 

ry) 

2 

0 

8 

2 

18 

0 

Sacking 

16 

3 

0 

4 

6 

10 

String 

1 

3 

7 

7 

3 

Rags 

2 

18 

0 

14 

56 

15 

3 

Bone  s 

3 

3 

0 

7 

6 

101 

2 

3 

15 

652 

7 

11 

Stock 

in  Hand 

1 

10 

0 

0 

10 

2 

0 

Waste 

Paper 

Bonu 

s 

3 

0 

0 

Carta 

ge  of 

IV  a  s  t  e 

Paper 

7 

0 

0 

102 

12 

3 

15 

£672 

9 

11 

1949  Totals 

for  Ci 

ompari 

son ,  , 

•  •  t 

75 

3 

3 

12 

£493 

3 

0 

o 
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2,  '  ROD  EM*  CONTROL. 

(a)  County  Counc 11  Campaign . 


The  Council  continued  to  co-opsrate  with 
the  County  Council  in  the  checkins  and  payment 
of  2d  p er  carcase  for  all  dead  rats  taken  to 
the  authorised  centres  in  the  district,  A 
total  of  2422  rats  were  paid  for  on  behalf  of 
the  County  Council  up  to  31st  Ma^ch,  when  the 
Campaign  ceased. 

( b )  Rodent  Cont ro 1  within  the  Council's  Area . 

The  work  of  rats  and  mice  destruction 
and  control  has  been  continued  during  the  year 
by  Mr .  hewson  the  part-time  Rodent  Operator. 
Certain  specialised  infestations  were 
surveyed  and  action  has  been  taken  under  my 
supervision.  One  hundred  and  Twelve  visits 
and  inspections  were  made  for  this  purpose. 

Two  Hundred  visits  have  be -,n  made  to 
various  private  premises  suffering  from  infest¬ 
ation  by  rats  or  mice,  involving  30 
infestations.  In  addition  Eighty  Five  visits 
to  premises  owned  or  controlled  by  the  Council 
were  made  and  Five  infestations  were  dealt  with 
on  the  Council’s  Refuse  Tips. 

On  the  1st  April,  1951,  the  Prevention  of 
Damage  by  Posts  Act, 1949,  came  into  force. 

The  Act  increases,  substantially,  the 
functions  of  the  District  Council  with  regard 
to  the  destruction  of  rats  and  mice.  Local 
Authorities  are  now  the  Statutory  authority 
for  the  enforcement  of  this  Act  within  their 
own  district.  In  particular,  the  work  carried 
out  by  the  Agricultural  Executive  Committees 
with  regard 'to  the  destruction  of  rats  and 
mice  on  agricultural  land  is  no  longer  legally 
enforceable  by  them.  This  function  has  now 
to  be  carried  out  by  the  Local  Authority. 
Regular  surveys  must  be  made  of  the  district, 
ipcL  uding  agricultural  land,  so  that  the 
Local  Authority  may  take  such  steps  as  may  be 
necessary  do  secure  that  their  district  is 
kept  fro  3  from  rats  and  mice,  adequate 
records  must  also  be  kept  by  the  Local 
Authority  in  such  form  as  may  be  required  by 
the  Minister  of  Agriculture  &  Fisheries. 


2L . 


2  (b)  continu ed . 


.  Thas3  statutory  roquir ement s  have  not  boon 
fully  mot  this  year.  The  amount  of  work,  both 
administrative  and  technical,  involved,  for 
instance,  in  the  carrying  out  of  a  survey  of 
the  farms  in  the  district  is  too  areat  for  the 
existing  part-time  staff. 

It  is  apparent  that  a  full-time  Rodent 
Operator  is  necessary  to  fulfill  the 
responsibilities  laid  upon  t^e  Local  Authority 
by  this  let. 


AP 


tv  .? 


liNDIX  A. 


'■VAT  IR 


PA 


CT 3RI0L0GIC AL 


'3XA'T  IN aT  ION  R  -FORT 


Authority  or  Sander:  Lab.R3f.N0,  9879, 

Sanitary  Inspector, 

Sanford  R.D.C.,  Ipswich. 


Na tur a  of  S an p Is : 

•'"at  ar  from  poro,  samp  la  takan  from 
last  Keroholt  St and pi pa ,  purnt  Oak  Corner, 
last  Bernholt. 


Date 

and 

Hour 

of 

Collection 

6.10.50. 

1015 

hr  s  . 

Date 

and 

Hour 

of 

Arrival 

6.10.50, 

OQ 

O 

O 

hrs  « 

Date 

and 

Hour 

of 

Ixamina  t ion 

6 . 10 . R0  . 

1400 

hr  s . 

Plate  Count .Yeastrel  agar  3  days  R.T.  C  .  aerobic  ally _ 4* _ per  ml. 

"  "  ”  M  2  days  37°  C.  M _ _ per  ml. 

Probable  number  of  coli^orm  bacilli, MacConksy  2  days  37°C .  NIL  per  lOCml 
Approximate  proportions  of  faecal  and  non-faecal  coli: 


(a) 

Faecal  coli 

per 

cent 

(b) 

Non-faecal  coli 

p  er 

cent 

Remarks : 


Rate  of  Report:  9.10.50. 
Bacteriological  findings  very  satisfactory. 


P.E. 


KARPIN. 


II. 0.  i/c  P.H.  LABORATORY 


W  -vfP  ?P 

' ;  ill  di j.  l 


ITERIOLOGIC  ,L 


MUNITION 


’CRT 


Authority  or  Sender:  Lab.R  f.No,  9877 

Sanitary  Inspector, 

•  -l-  7 

Samford  R.D.,  Ipswich. 


Nature  of  Sample: 

Rater  from  Fore,  sample  taken  from 
Holbrook  Naval  School , Dir ect  from 
deliver^  main. 


Date  and  Hour  of  Collection  6,10.  f^0.  1000  hrs , 

Date  and  Hour  of  Arrival  6,10,50.  1300  hrs. 

Date  and  Hour  of  Examination  6.10.50.  1400  hrs. 


Plate  Count , Yeas tr el  agar  3  days  R.T.  C  .  aerobically _ 11 . _ per  n 

"  "  "  "  2  days  370  c>  "  10.  per  * 


Probable  number  of  coliform  bacilli  ,IviacCon  ey  2  days  37°q  t  nil  per  1C 
Approximate  proportions  of  faecal  and  non- faecal  coli: 

(a)  Faecal  coli _ y _ per  C0T 

(b)  Non-faecal  coli  - _ per  cer 


Remarks : 


Date  of  Report:  9.10.50 

Bacteriological  findings  v ery  satisfactory. 


P.H.  H  ART  IN  . 

M.0.  i/c  P.H.  LJE  ORATORY. 


Y  aTHR 


EaCTIRIOLOGICaL  lYTSIN  YTION  REPORT 


Authority  or  Sender :  Lab. Ref. No.  9830 

Sanitarv  Inspector, 

Sanford  R.D.,  Ipswich. 


Nature  of  Sample: 

•later  frora  Pore,  sample  taken 
Cattawade  Pain  Supply  -  Standpipe, 
The  Street,  Cattawade. 


Date  and  Hour  of  Collection  6.10. SO.  1030  hrs . 
Date  $nd  Hour  of  arrival  6.10.50.  1300  hrs. 
Date  and  Hour  of  examination  6.10.50.  1400  hrs. 


Plate  Count .Yea strel  a car  3  days  R  ,T  ,  C . aerobically 
"  "  "  "  0  days  370  c.  " 


n 


8 


<0 


4 


per  ml 
per  ml 


Probable  number  of  coliform  bacilli  ,IiacConkey  2  days  37°c.  2  per  100ml 


Approximate  proportions  of  faecal  and  non-faecal  coli: 

(a)  Faecal  coli  NOT  found 


(b)  Non-faecal  coli 


per  cent 
per  cent 


Remarks : 


Date  of  Report: 


Bacteriological  findings  satisfactory. 


9.10,50. 


P.PI.  HaRTIN. 


m . c .  i/c  p .h .  laboratory  . 


wat  ..SR 


BACTERIOLOGICAL  EXAMINATION  REPORT 


Authority  or  Sender:  Lab  R3f.N0.  A  882 

Sanitary  Inspector, 

Samford  R.D.,  Ipswich. 

Nature  of  Sample: 

"Cater  from  Standpipe,  Hindi  Stre  t, 

Spr  ouphton . 

Date  and  Hour  of  Collection  6.10.50.  1130  hrs. 

Date  and  Hour  of  Arrival  6.10.50.  1300  hrs. 

Date  and  Hour  of  Examination  6.10.60.  1400  hrs. 

Plate  Count  Yeastrel  agar  3  days  R.T°  aerobically 
M  "  "  ”  2  days  370C  .  " 


55 _ _per  : 

9 _  per  : 


Probable  number  of  coliform  bacilli, MacConkey  2  days  37oC .  NIL  per  10 
Approximate  proportions  of  faecal  and  n^n-faecal  coli: 

(a)  Faecal  coli _ per  ce 

(b)  Non- faecal  coli _ per  ce: 

Remarks.:  Date  of  Report:  9.10,50. 

Bacteriological  findings  very  satisfactory. 


M.0. 


p.h.  iiart in. 

i/c  P.H.  LA  POP  HORY, 


WAT  LR 


CTERIOLOGICaL  EXAMINATION  REPORT 


Author! tv  or  Sender:  Lab.R3f.N0.  10017 

Sanitarv  Inspector, 

S  an  fo  rd  R .  D  .  ,  I p  Q  w  i  ch  . 


Na t ur 3  of  S amp 1 3 : 

1,rat  >r  from  Tap  in  Eav ion  Street. 
(Raydon  Village  Undertaking) . 


Date 

and 

Hour 

of 

Coll e ct ion 

10.10. 70  . 

1630 

Vi  v>  q 

• 

Date 

and 

Hour 

of 

A^riv al 

10.10.70. 

1725 

hrs . 

Date 

and 

Hour 

of 

Examinat *  on 

10.10. 70 . 

1730 

00 

U 

& 

Plat 

3  Count. Ye 

astrel  a car  3 

days 

R.T  .  aerobically 

32 

per 

ml 

ti 

M 

tt 

"  2 

days 

37oc.  " 

24 

per 

ml 

Probablo  number  of  coliform  bacill  i  ,NacConkey  2  days,37°S _ 0 _ per  100ml 

Approximate  proportions  of  faecal  nd  non-faecal  coli: 

(a)  Faecal  coli _ _ per  cent 

(b)  Non-faecal  coli  per  cent 


Rsraarks:  Date  of  Report:  13.10.70. 

Fact erioloai cal  findings  satisfactory. 


y 


0. 


F.H.  \"T  IN . 

i/c  P.H.  LAr0R  1T0RY . 


